Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


LIMITED OFFICIAL USE 
PAGE 01 STATE 287220 
60 

ORIGIN NEA-10 

INFO OCT-01 ISO-OO MED-02 /013 R 

DRAFTED BY NEA/ARN:TICAROLAN :LF 
APPROVED BY NEA/ARN:MDRAPER 
PM/ISO: JSCOTT (INFO) 

095291 

P 232053Z NOV 76 

FM SECSTATE WASHDC 

TO AMEMBASSY DAMASCUS PRIORITY 


LIMITED OFFICIAL USE STATE 287220 
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FOR AMBASSADOR 

E.O. 11652: N/A 

TAGS: OVIP (MAKHLOUF, MUHAMMAD) 

SUBJECT: REQUEST FOR MEDICAL EXAMINATION 

1 . YOUR RECOMMENDATION THAT MEDICAL EXAMINATIONS BE 
PROVIDED TO MR. AND MRS. MUHAMMAD MAKHLOUF AT A U.S. 
MILITARY MEDICAL FACILITY DURING THEIR FORTHCOMING VISIT 
TO THE U.S. HAS BEEN APPROVED. WE ARE SO INFORMING 
TOBACCO ASSOCIATION HERE, BUT YOU MAY WISH TO ADVISE 
MAKHLOUF DIRECTLY AND SUPPLY HIM FOLLOWING DETAILS. 

2. MAKHLOUF APPOINTMENTS ARE SET FOR 0730 HOURS, MONDAY, 

DEC 13 AT WALTER REED ARMY MEDICAL CENTER, WARD 8 (VIP 
WARD). MR. MAKHLOUF WILL BE EXAMINED BY DR. FLANNERY, 

AND MRS. MAKHLOUF BY DR. BOUILLARD. THEY SHOULD PLAN TO 
FAST FOR SEVEN HOURS IMMEDIATELY PRECEDING THEIR APPOINT- 
MENTS, AND TO BRING ANY RELEVANT MEDICAL RECORDS WITH THEM. 

3. AS IS CUSTOMARY, MAKHLOUF EXAMINATIONS WILL BE 
PROVIDED ON A REIMBURSABLE BASIS. ROBINSON 
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